Subject:  Re:  Decorative  Light  Standards  Out  - Hollywood  Media  District  90038 

From:  Jeff  Ziliotto 

Date:  12/30/2016  07:48  AM 

To:  Lisa  Schechter 

Hello  Lisa, 

This  request  for  five  single  light  outages  was  repaired  last  night. 


Thanks, 

Jeffrey  Ziliotto 

C&M  Superintendent  II 

Division  Manager 

Field  Operations  Division 

Bureau  of  Street  Lighting 

Department  of  Public  Works 

4550  Santa  Monica  Boulevard 

Los  Angeles,  California  90029 

323-913-4742 

323-644-6235  fax 

ieff.ziliotto@lacitv.org 

MS  546 

Hours:  7 a.m.-4:30  p.m.  (M-Th) 

7 a.m. -3:30  p.m.  (FriWkl) 
Regular  Day  Off  (Fri  Wk  2) 


On  Thu,  Dec  29, 201 6 at  2:31  PM,  Lisa  Schechter  <lisa@mediadistrict.ora>  wrote: 

Dear  Chris  and  Jeff: 

There  are  several  lights  out  within  our  Business  Improvement  District  that  need  to  be  replaced: 

Location  #1  SW  Corner  of  Santa  Monica  and  Highland 

Location  #2  921  Highland  Avenue 

Location  #3  724  Highland  Avenue 

Location  #4  1 128  Highland  Avenue 

Location  #5  1258  Highland  Avenue 

Thank  you  so  much  for  your  prompt  attention  to  this  request.  Please  let  me  know  when  the  work  has  been  complete. 


Lisa  Schechter 
Executive  Director 
Hollywood  Media  District  BID 
1040  N.  Las  Palmas  Avenue 
Hollywood,  CA  90038 
1323)860-0025  Direct 
(323)860-0026  Fax 

MediaDistrict.org 


From:  "hmd.Acevedo"  <hmd.Acevedo@vahoo.com> 

Date:  Thursday,  December  29,  2016  at  1 1 :59  AM 
To:  Lisa  Schechter  <lisa@mediadistrict.ora> 

Cc:  Jim  Omahen  <iim@mediadistrict.ora> 

Subject:  Fwd:  HMD  Lights  out 

Code  20P  #1  — south  west  corner  of  Santa  Monica  and  Highland 


Code  20P  #2- 921  highland 


Code  20P  #3-  724  highland 
Code  20P  #4  1128  highland 
Code  20P  #5  1258  highland 


